
—BROCK SOLID*— 


3500 SERIES 
COMMERCIAL 
SWEEPS 




Safeguarding Your Grain^’Since 1957 



P ile on nearly 2 million bushels 
of grain. Then subject it to 
thick dust and constant grain 
avalanches. The Brock 3500 
Series Commercial Sweep is built 
to handle heavy loads and push 
into piles of grain without backing 
away. This all-electric sweep has 


the durability and power to keep 
your commercial grain operation 
moving forward, no matter what. 

T here’s a simple reason that 
customers can count on 
Brock equipment to last longer. 
We have more than 40 years of 
performance to prove it. 


C ustomers have installed 
Brock equipment for many 
years and are still operating it 
today. They know we’ll always be 
there with replacement parts and 
support. Whatever it takes, the 
customer is top priority. 






Brock 3500 Series Commercial Sweeps 

Model 

Sweep 

Auger 

Drive 

Type 

Bin 

Diameter 

Bin Eave 
Height 
Maximum 

Unload 

Capacity* 

3500SR 

3500SR 

12 in. 

16 in. 

Sprocket Rail 

Sprocket Rail 

30-105 ft. 

60-156 ft. 

107 ft. 

107 ft. 

4,000 or 6,000 bph 

8,000 or 10,000 bph 


^Capacities in bushels per hour are based on dry, free-flowing grain. 
































A Full Line of Brock Solid® Soiutions 




storage 

• Stiffened & Non- 
stiffened Grain Bins 

• Stiffened & Non- 
stiffened Hopper Bins 

• Temporary Storage 

• Bin Access Doors 

• Grain Aeration Floors 

rock Solid® is our 
guarantee of trusted 
reliability you can count 
on day in and day out. 

It is the guarantee of 
unmistakable quality, built 
to last year after year. It 
is the same guarantee we 
founded the company on 



Handling 

• Grain Sweeps 

• Grain Conveyors 

• Bin Unloading Systems 

• Bucket Elevators 

• Distributors & 
Accessories 

has resulted in the full line 
of grain facility solutions 
that are available today. 
You will find the quality 
you have come to expect 
and the trusted integrity 
you deserve. Brock Solid 
delivers. Always has, 
always will. 



Conditioning 

• Low Profile Grain 
Dryers 

• Tower Grain Dryers 

• Centrifugal & 

Axial Fans 

• Heaters 

• Controls 



Structures 

• Catwalks 

• Bucket Elevator Towers 
& Stairways 

• EVERLOC® Roof Mount 
System 

• Support Towers 

• Tab & Slot Construction 



back in 1957. That focus on 
providing dependability 


(br o ci^ 
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Safeguarding Your Grain‘"Since 1957 


BROCK GRAIN SYSTEMS 

A Division of CTB, Inc. 

A Berkshire Hathaway Company 
Phone: +1 574.658.4191 
www.brockgrain.com 
E-mail: sales@brockgrain.com 
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